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ABSTRAGLI 


This experiment investigated the effect of increased information 
processing on heart beat and sinus arrhythmia. A measure of sinus 
arrhythmia was developed which considered the area between the 
electrocardiogram rate curve and the average heart beat line. 
Simple linear correlation analyses were performed to determine the 
relationships between heart beat, sinus arrhythmia and information 
processing rate. Sinus arrhythmia was decreased as a result of 
increased information processing while heart beat was not 


significantly affected. 
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PIN LReObDEeniIoOnN 


Industrial engineers, as part of their profession, are sometimes 
concerned with the mental workload and information processing 
demands placed on workers. Usually attempts are made to reduce 
the mental load so as to relieve stress and mental fatigue. It is 
interesting to consider the possible effects of increased information 
processing on certain physiological functions of the body. For 
example, what effect does an increase in information processing 
have on heart beat or on heart rate? Heart rate introduces yet 
another concept. 

The average human heart is very irregular in its performance. 
There is an increase in heart beat during inspiration and a de- 
crease during expiration. The magnitude of these changes varies 
with the individual. At times the phenomenon is the exact reverse 
of that described above (Herrmann, 1944). Nevertheless, the 
heart does not beat at a constant rate. This change in heart beat 
as a function of normal breathing is known as sinus arrhythmia. 

It is considered normal in youthful hearts and is not a necessary 
cause for concern. A considerable degree of sinus arrhythmia 

may be found in older persons with arteriosclerosis or coronary 
disease and is a distinctly abnormal sign. In addition, there are 


many other types of arrhythmias that are serious cardiac diseases. 





This experiment supports the work of Kalsbeek (1968). Kalsbeek 
used an increase in the number of binary choices per minute as his 
increase in mental load. However, this experiment has not only 
increased the binary decisions per minute but actually increased the 
amount of information that must be processed. 

Consistent with information theory (Bell, 1953), one bit of in- 
formation is the amount of information required to make a decision 
between two equally likely alternatives. Two bits of information 
provides sufficient information to make a decision among four 
equally likely alternatives (Poock, 1967). The actual number of 
bits of information is found by taking the log to the base 2 of the 
number of equally likely alternatives. 

This experiment has increased the amount of information proces- 
sed by using three levels. The first level is a resting state and 
does not require any information processing. The remaining two 
levels represent an increase in information processing in that they 
require either one or two bits of information. 

In addition, a new measure of sinus arrhythmia has been used. 
Kalsbeek developed an irregularity score by counting the frequency 
of times the electrocardiogram exceeded certain values. The 
method does not account for extended periods of an increased rate 
nor does it differentiate between one period of a high rate and 
number of periods of a slower rate. Asa result a better method 


of scoring sinus arrhythmia was sought. 
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Therefore, it was decided to design an experiment that could 
investigate the effects of increased information processing on 
heart beat and sinus arrhythmia. It was also decided to develop 


a better measure of sinus arrhythmia. 
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BE OP tk) s Ob, 


Pea Pe PARATUS 

The experimental equipment is divided into twoareas. The 
first area concerns the presentation of the information processing 
levels and the recording of the subjects' response times. The 
second area concerns the monitoring of the electrocardiogram 
(heart beat) and the electrocardiogram rate curve. 

To present the different levels of information processing a 
visual test similar to that of Poock (1967) was used. The subjects 
(Ss) responded to numbers ona 2-1/4'x 1-1/2" transilluminated 
Sereen. 

The one bit decision was generated by using the numbers 2 
and 3 as the equally likely alternatives. The two bit decision was 
generated by using the numbers 1, 2, 3, and 4 as the equally likely 
alternatives. The Ss responded to the illuminated numbers by 
pushing buttons ona 7'' x 9'' response panel. The buttons were 
numbered 1-4 from left to right. Each subject used his index 
fingers of both hands for the one bit decision. That is, the index 
finger of his left hand was the number two and the index finger of 
his right hand was the number three. During the two bit decision 
each subject added the middle finger of both hands. Therefore the 
middle finger of his left hand was number one, the index finger 


number two, the index finger of the right hand number three and 
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the middle finger number four. The buttons onthe response panel 
were placed so as to allow for the normal difference in length 
between the index and middle fingers. 

The signals (110 signals at each level) were sent for 8-10 
minutes. The signals were sent manually by the experimenter (E) 
with a 5'' x 7'' control board with four numbered buttons. All 
buttons were silent. Ss response times were recorded in milli- 
seconds. 

A Beckman type RM Dynograph Recorder was used to 
monitor the heart beat and electrocardiogram rate. The recorder 
was wired so that both the heart beat and electrocardiogram rate 
could be observed simultaneously. The dynograph used a cardio- 
tachometer coupler to calculate the electrocardiopgram rate. The 
cardiotachometer observes the time between successive R waves 
and then calculates the rate if the heart were to continue with R 
waves that far apart. The calculated value is plotted as a point 
on the electrocardiogram rate curve. The total plot of all such 
points is called the electrocardiogram rate curve and represents 
the changes in heart rate between heart beats. Both the heart 
beat and electrocardiogram rate were printed out on Beckman 
Dynograph paper. Beckman electrodes were used to connect the 


subjects with the machine. 
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Ea Lest sith AND SUE Crs 

The experiment was performed in the Human Factors 
Laboratory at the Naval Postgraduate School. Ss were seated 
in a chair with the transilluminated screen and response panel 
in front of them ona table. 

The 24 subjects were all male officer students from the 


Naval Postgraduate School. Their ages varied between 25-36. 


Se. PROCEDURE 

Upon entering the laboratory each subject was instructed to 
strip to the waist. The Beckman electrodes were then placed on 
his chest and he was seated. The instructions for the experiment 
were explained while Eadjusted the dynograph in order to geta 
good electrocardio::ram and electrocardiogram rate on the recorder. 
It was explained that the experiment would consist of three parts. 
Part one would be five minutes of resting. Part two would be 
8-10 minutes of observing and responding to either a 2 or 3 on the 
transilluminated screen while part three would be 8-10 minutes 
of observing and responding to one of the numerals l, 2, 3, or 4 
on the screen. The subjects were instructed to push the button 
corresponding to the number on the screen until the number dis- 
appeared. They were also instructed to push only one button at a 
time and to respond as quickly as possible. The numbers were 


sent in random order at each decision level.: 
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Ss had an opportunity to respond to each number twice ina 
practice mode. Upon completion of the instructions, Ss relaxed and 
did nothing for five minutes. The subjects then responded to the 
binary decision for 8-10 minutes (110 signals), rested one minute 
and then responded to the 2 bit decision for 8-10 minutes (110 signals). 
E recorded the response time for each decision. Upon conclusion of 
the experiment, E explained, in general, the purpose and objectives 


oithe experiment. 


Pee REDUCTION OF DATA 
At the conclusion of the experimentation there were 24 electro- 
cardiogram traces (heart beat) and 24 electrocardiogram rate traces. 
In addition, there were 110 response times (corresponding to the 
110 signals) for each subject for each of the one and two bit decisions. 
The first analysis of the data dealt with the response times. 
Fach set of 110 data points was analyzed and unrepresentative values 
were discarded with discretion. In addition, other values were 
eliminated randomly to reduce the number of points to 100 for 
mathematical ease in the computations. These 100 points were 
then averaged. Asa result, the data were now reduced to one 
value for each subject at each level of information processing. 
That is, 2 values for 24 subjects or 48 data points. 
The most complex reduction involved the traces of heart beat 


and electrocardiogram rate. The heart beat for each minute of 
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the experiment was determined by counting the R waves. For each 
corresponding minute on the electrocardiogram rate curve, a 
straight line was drawn to represent the average heart beat (obtained 
from electrocardiogram) in that minute. The areas on either side 
of this straight line (see Fig. 1) and the electrocardiogram rate 
curve were calculated using a two wheeled integrator-planimeter. 
Values were accurate to three places. This area for each minute 


was used as a measure of the sinus arrhythmia. 
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At this point, there were five values of heart beat while resting, 
8-10 values at the one bit decision level and 8-10 values at the two 
bit decision level for each subject. Additionally, there was a 
corresponding value of sinus arrhythmia for each of the heart beat 
values. These data were further reduced by selecting minutes 3-7 
for each of the information processing levels. Therefore, each 
subject had five values of heart beat and sinus arrhythmia at each 
of the three levels: resting, one bit and two bit. For the total 
experiment with all Ss included, there were 24 times 5 or 120 data 
points of heart beat and sinus arrhythmia for each level of informa- 
tion processing. These data were further reduced by taking the 
average of each set of 5 values thus reducing the total to 24 data 


points for each level. 


Pee NALYSIS OF DATA 

The values for subject response time were transformed ‘eli 
an information processing rate. For example, if Sl required .5 
seconds for the one bit decision then his information processing 
Ae was 1/.5 or two bits/second. 

Minutes 3-7 were selected for analysis of heart beat sad sinus 
arrhythmia because it was felt that these minutes were representa- 
tive of the information processing tasks. Thatis, during minutes 


3-7 at the one bit and two bit levels, Ss' hearts had time to reach 


and maintain an accurate pattern reflecting the effect of the infor- 


mation increases. 
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A one way analysis of variance design with repeated measures 
on the same elements was used to compare heart beat and informa- 
tion processing levels (Winer, 1962). The average values for each 
subject at each level of information processing were Moe Cele 
same design was used to compare sinus arrhythmia and information 
processing levels. 

A one way analysis of variance was used to compare informa- 
tion processing rates and information processing levels. Subsequent 
analysis verified previous experience that no learning occurred 
during the experiment and each measure was therefore considered 
independent. 

A correlation analysis was performed at both the one bit and 
the two bit levels. All correlation combinations between sinus 
arrhythmia, heart beat and information processing rates were 


considered. 
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Figure 2 shows the results in graphical form. The analysis 
of variance results, Tables I-III, show: 

Il. Increased information processing decreases sinus 
arrhythmia. (p less than . 0001). 

2. Increased information processing has no effect on heart 
eat, { p between. 75 and . 90). 

3. Increased information processing of bits increases 
information processing rate. (p less than . 0001). 

The correlation results, Tables IV-V, show that all correlation 
combinations between heart beat, sinus arrhythmia and information 
processing rates are not significant at the one bit and two bit 
decision levels. 

Duncan Multiple Range Test results, Table VI, show that sinus 


arrhythmia is significantly reduced at each level. 


Table I 


Analysis of Variance Model on Sinus Arrhythmia 
(Single Factor with Repeated Measures on Same Elements) 


Source ss ats EF Pp 
Between people 1062735. 48 a8) 
Within people G59 755) 26 48 
Information 676675. 24 Z 186.93 . 0001 
Levels 
Residual 83258. 14 46 
iota | 1822668. 86 fe! 
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Table I 


Analysis of Variance Model on Heart Beat 
(Single Factor with Repeated Measures on Same Elements) 


Source . 3 ss . df nD Pp 
Between people - 8185. 52 23 
Within people 6641. 83 48 

Information > 81. 84 (3 As - 15-. 90 

Levels . ; 

Residual =: 6559.99 46 

Total _ 14827. 35 il 
Table III — 


Analysis of Variance Model on Information Processing Rates 


Source ss df nD Pp 
Information 19.1243 1 (a Wisyaee is . 0001 
Levels 
Error 4.0870 46 
Total 23.2183 47 
Table IV 


Results of Simple Linear Correlation 
Analysis at 1 Bit Level 


Dependent Independent Linear Correlation 
Information Arrhythmia -0. 2998 


Processing rate 


Information Heart Beat -0. 3273 
Processing rate 


Heart Beat Arrhythmia 0.0493 
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TABLE V 


Results of Simple Linear Correlation 
Analysis at 2 Bit Level 


Dependent Inde pendent Linear Correlation 
Variable Variable Coefficient (r) 
Information Arrhythmia Ones 7 


Processing rate 


Information Heart Beat -0. 3734 
Processing rate 


Heart Beat Arrhythmia =0 0555 


Table VI 


Results of Duncan Multiple Range Test on Sinus Arrhythmia 


2 Bit 1 Bit Resting 
Rank ] 2 3 
Mean value 330.62 370,67 553.43 


At p equals . 01 all levels were found to be significantly diffe rent. 
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IV. DISCUSSION 


The area between the average heart beat line and the electro- 
cardiogram rate curve would seem to be an accurate measure of 
the sinus arrhythmia. The total area might be termed an arrhy- 
thmia power function. A two wheeled integrator-planimeter was 
used to carefully calculate the closed areas for each minute of 
the experiment thus providing a relative number as a measure of 
the arrhythmia. This measure of sinus arrhythmia accounts for 
magnitude, frequency, and duration of variations in electrocardio- 
gram rate. 

Before the experiment, it was felt that the increase in infor- 
mation processing would cause an increase in heart beat. It was 
found, however, that the heart beat averages decreased slightly. 
The decrease was so small that it was not statistically significant. 
A possible explanation for the slight decrease may lie in the fact 
that the arrhythmia decreased. A decrease in sinus arrhythmia 
implies the heart is more stable and is beating at a more constant 
rate. The removal of the irregularities could cause a lower 
average heart beat. 

The phenomenon of sinus arrhythmia is not considered to be 
a serious medical problem. It has been found that deep breathing 
intensifies it and that breath holding, exercise and atropine abolish 


it (Corday and Irving, 1961). However, other arrhythmias exist 
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(e.g., paroxysmal atrial tachycardia) that are not so easily dis- 
missed. Drugs are the usual treatments for these other arrhythmias, 
but possibly there is a medical application that might utilize infor- 
mation processing in the treatment of irregular hearts. One might 
treat arrythmia patients with a series of information processing 
tasks to help stabilize their hearts. 

In addition, it has been shown that an increase in the amount of 
information that a man must process is not always bad for him. 
At least it causes the heart beat to become more regular and 


stable. 
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APPENDIX A 


Summary of Observed Data, Minutes 3 to 7, for 
Sinus Arrhythmia in Relative Area Units 
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390 n(4 oe a vee) 
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5 So Sooo ave. ) 
403, 296, 258, 398 
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1457, 810, 742, 912 
881,(960. 4 avg. ) 
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310, 124, 378, 194 
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696, 550, 413, 493 
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ZL AS Como aye.) 
279, 450, 503, 494 
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357 5 bs 30S 
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187, 264, 208, 210 
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524, 183, 382, 238 
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3335512 2356S 
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